ST. JOSEPH'S HOSPITAL 

was established in 1921. 

It has grown to a modern hospital of 50 bed 
capacity, with X-Ray and Clinical Labora¬ 
tories and Pathological Service. Conducted 
by Pallottine Missionary Sisters. Recognized 
by American College of Surgeons, American 
Hospital Association, Catholic Hospital Asso¬ 
ciation and Hospital Association of West 
Virginia. 
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